


Corner I.D. # 


MONUMENT RECORD 


STATE OF INDIANA - COUNTY OF MONROE 


W-17 





Section Twenty-four, 24, Township 8 North , Range 1 West 


Monument Description & Remarks: Found 5/8" Rebar w/Smith QOuililman plastic 


cap @ South 1/4 corner of section. Rebar was firm in round Q0.2' out of 


ground, marked w/steel fence post. Survey marker sign & post set. 
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that this document was prepared under my direction in 
accordance with the provisions of Section 17-3-64-4 
through 17-3-64-8 of the Indiana Code, being Acts of 1965, 
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